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ACTION EB-01 
INFO LOG-00 ACDA-17 AID-01 ARA-0O1 CEA-01 CEQ-01 CIAE-00 


CTME-00 C-0O1 OASY-00 DINT-01 DODE-00 ITCE-00 DS-00 
EXME-00 E-O1 FRB-01 HA-09 H-O1 TEDE-00 INR-0O0 
ITC-01 LAB-0O1 L-01 ADS-00 NSAE-00 NSCE-00 OES-09 


OMB-01  OPIC-01 PM-01 PRS-01 SCT-03 SNP-00 SP-00 
SS-00 STR-01 TRSE-00 USIE-00 EPAE-00 /056W 
ann nnn nen nee e- 263DEE 1622292 /38 
P 162227Z FEB 94 
FM AMEMBASSY BOGOTA 
TO SECSTATE WASHDC PRIORITY 6800 
INFO AMEMBASSY CARACAS 
AMEMBASSY QUITO 
USDOC WASHDC 
DEPT OF ENERGY WASHINGTON DC 


UNCLAS BOGOTA 02450 


USDOC FOR 4331/1EP/OLA/AND/PMOORE 
USDOC FOR 6340/ITA/BI/ENERGY/JYANCIK 
DOE FOR GARY WARD 


-E.O. 12356: N/A 
TAGS: EPET, ENRG, ETRD, CO 
SUBJECT: ATTACK ON CANO LIMON OIL FIELD 


1. SUMMARY: GUERRILLA FORCES ATTACKED FOUR OIL WELLS 
AND OTHER EQUIPMENT AT CANO LIMON, COLOMBIA’S LARGEST 
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OIL FIELD. REPAIRS ARE EXPECTED TO BE COMPLETED WITHIN 
A WEEK. LOST PRODUCTION FROM THE ATTACK IS 
APPROXIMATELY 5,700 BARRELS PER DAY. END SUMMARY 


2. GUERRILLA ELEMENTS OF THE NATIONAL LIBERATION ARMY 
(ELN) CARRIED OUT AN ATTACK AGAINST THE CANO LIMON OIL 
FIELD IN THE DEPARTMENT OF ARAUCA FEBRUARY 15. CANO 
LIMON, WHICH IS OPERATED BY OCCIDENTAL PETROLEUM, Is 
COLOMBIA'S LARGEST PRODUCING OIL FIELD (DAILY PRODUCTION 
AVERAGES 205,000 BARRELS PER DAY). 


3. AN OCCIDENTAL SPOKESMAN INFORMED POST THAT FOUR 


Current Class: UNCLASSIFIED Page: 1 


UNITED STATES DEPARTMENT OF STATE 
REVIEW AUTHORITY: OSCAR J. OLSON 
DATE/CASE ID: 30 OCT 2002 200201334 


UNCLASSIFIED 








UNCLASSIFIED 


Current Class: UNCLASSIFIED Page: 
Current Handling: n/a 
Document Number: 1994BOGOTA02450 Channel: 


PRODUCTION WELLS AND A FEW ELECTRIC GENERATOR SETS WERE 
DAMAGED IN THE ATTACK. THERE WERE NO REPORTS OF 
INJURIES TO OIL FIELD PERSONNEL. LOST PRODUCTION FROM 
THE WELLS IS PUT AT 5,700 B/D, OR ABOUT 2.5 PERCENT OF 
PRODUCTION. OCCIDENTAL EXPECTS TO HAVE THE DAMAGED 
WELLS BACK IN SERVICE IN ABOUT ONE WEEK. 


4. THIS ATTACK IS THE FIRST ATTACK ON OIL FIELD 
INSTALLATIONS IN MORE FOUR YEARS. THE GUERRILLAS 
NORMALLY ATTACK THE VULNERABLE 760 KILOMETER LONG 
PIPELINE WHICH LINKS CANO LIMON WITH COLOMBIA'S MAIN 
EXPORT TERMINAL AT COVENAS, ON THE CARIBBEAN COAST. 
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